Brief comment text:

My opinion regarding the proposed reconfiguration of the 902-928 MHz band. DON'T DO IT!

If NextNav's plan is approved, we may face increased interference and reduced access to the Lower 900MHz Band. This could make our devices less reliable and may require firmware changes or hardware replacements to continue operating effectively.
